Mr. Dickey identified exhibit G-6 as a grievance incident which
occurred on approximately October 1, 1980, a week or so after the dust
incident.  Mr. Dickey discovered a taped spliced cable that connected
the mining machine cutting motor to the miner distribution box.  The
machine was taken out of service and shut down, and Mr. Dickey was sent
to another section after invoking his safety rights and refusing to
operate Che machine.  Shortly after being assigned work cleaning the
return, Mr. Dickey stated that he and three others were sent home.  They
were told that Mr. Pulice or Gene Barno had ordered them sent home.  As
a result of this, they filed a grievance and were subsequently paid.
(Tr. 67-70).

Mr. Dickey testified as to a grievance filed in October 1980,
over an incident concerning the procedure for cutting through an under-
ground gas well.  In the past the crew was kept outside of the mine and
put to work while the cutting was taking place.  On this occasion, the
crew was sent home and they filed a grievance. Mr. Pulice called a meeting
with the crew over the grievance, and at the meeting he cursed Mr. Dickey
and Mr. Dickey stated that "he told me that he was going to fire me the
first chance he got" (Tr. 71-73).

Mr. Dickey identified exhibit C-7 as the grievance he filed against
Mr. Pulice for cursing him, and although he indicated that he also filed
a separate safety grievance for being sent home he could not locate a
copy of it (Tr. 73-74).

Mr. Dickey stated that the grievance filed against Mr. Pulice
was filed on October 27, 1980, and in February 1981 it had proceeded
to step three of the grievance process.  Mr. Pulice at first denied
cursing him, but when reminded that Mr. Dickey had many witnesses who
heard him, Mr. Pulice admitted it, cussed him again and again threatened
to fire him (Tr. 79).  Mr. Dickey stated that this took place at the
third step grievance meeting, but that Mr, Pulice apologized to him
and Mr. Dickey accepted it, and that ended the grievance (Tr. 79-81),

Mr. Dickey testified that on approximately June 12, 1981, he was
called to the mine office after finishing his work.  Safety committeeman
Goody advised him at that time that Mr. Pulice was going to fire him
for purportedly creating some kind of an unsafe condition.  Mr. Dickey
spoke with Union district safety inspector Tom Rabbitt, who also was at
the mine at this time, and Mr. Rabbitt advised him that mine management
would try to fire him over the alleged incident.  After Mr, Dickey
advised Mr. Rabbitt that he did not work on the evening of the alleged
incident, and when Mr. Rabbitt advised Mr. Pulice of this fact, the entire
matter was dropped and nothing happened (Tr. 82-85).  Following this
incident, Mr. Dickey successfully bid on an outside job in the preparation
plant (Tr. 86).

Mr. Dickey testified that he bid on a surface job because he was
concerned that mine management would find a way to fire him because
underground superintendent Cook and Sam Pulice continually accused him
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